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• MECHANICAL 
ELECTRICAL 


KEYLESS 

SELECTIVE 


VAN DORN originated the Fully Selective 
Keyless Locking Device and offers the 
variety and types to give you the service 
desired. 



VAN DORN has a staff of trained prison 
experts whose services are available to Archi¬ 
tects and their clients, without obligation. 



CELLS, DOORS 
& HARDWARE 


• COMPLETE 
ACCESSORIES 



VAN DORN’S service is complete, including 
Engineering, Manufacturing and Erection, 
thus providing sole responsibility. 



• HEXAGONAL 
BARS 

• ROUND EDGE 
CHANNELS 

• BULB BAR 
BATTENS 


VAN DORN construction provides maxi¬ 
mum strength with finest appearance. 


A Three Tier Skylit Cell Block Featuring VAN DORN'S 
Remote Control Fully Selective Electric Cell Door Locking 
and Operating Device in Massachusetts Correctional 
Institution. 



Mechanical Control Cabinet 











JUST A FEW OF THE MANY Uandovt INSTALLATIONS 


CALIFORNIA 

Long Beach Safety Building, Long Beach 
San Bernardino County Jail 

CONNECTICUT 

State Prison, Somers 
Fairfield County Jail, Bridgeport 

GEORGIA 

Bibb City Jail, Bibb City 


NEW YORK 

Greenhaven Prison, Stormville 
Clinton Prison, Dannemora 
Great Meadows Correctional Institution, 
Comstock 

Sing Sing Prison, Ossining 
Westchester County Penitentiary, Valhalla 
Matteawan State Hospital, Beacon 
Nassau County Jail, Mineola 


PENNSYLVANIA 

Dauphin County Jail, Harrisburg 
Armstrong County Jail, Kittanning 
U. S. Penitentiary, Lewisburg 
RHODE ISLAND 

State Reformatory, Howard 
VERMONT 

State Penitentiary, Windsor 

WASHINGTON 


ILLINOIS 

Cook County Jail, Chicago 
DuPage County Jail, Wheaton 

INDIANA 

Indiana State Prison, Michigan City 
State Reformatory, Pendleton 
Police Headquarters, Gary 

MAINE 

State Prison, Thomaston 

Reformatory for Men, South Windham 

MARYLAND 

Patuxent Institution, Jessups 
City District Police Stations, Baltimore 
Maryland House of Correction, Jessups 
MASSACHUSETTS 

State Prison, Walpole 
MICHIGAN 

Berrien County Jail, St. Joseph 
Cass County Jail, Cassopolis 
Federal Correctional Institution, Milan 

MINNESOTA 

Ramsey County Workhouse, St. Paul 
NEW JERSEY 

Passaic County Jail, Paterson 
Salem County Jail, Salem 


NORTH DAKOTA 

Cavalier County Jail, Langdon 


State Penitentiary, Walla Walla 
King County Jail, Seattle 



OREGON 

State Penitentiary, Salem 

State Correctional Institution, Salem 


IRON WORKS CO. 

2685 EAST 79th STREET 
CLEVELAND 4, OHIO 


OHIO 

Marion Correctional Institution, Marion 
Lake County Jail, Painesville 
Cuyahoga County Jail, Cleveland 


WEST VIRGINIA 

Mason County Jail, Point Pleasant 
WISCONSIN 

Grant County Jail, Lancaster 
CANADA 

Ontario Reformatory, Millbrook, Ontario 

PUERTO RICO 

Penitentiary of Commonwealth of 
Puerto Rico 
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